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BHOINAGAR , BHUBANESWAR - 22 , 


PHONE : 0674-2546353, FAX : 0674 - 2547261 


NOTIFICATION 


The 6th September 2012 


No. 2797 — TR -WKL - IV - 364-2009 — In accordance with Section 164 of Electricity 
Act, 2003 and in exercise of the power conferred upon OPTCL vide Department of 
Energy , Government of Odisha Order No. 2353 — R & R - 11-10 /2006 , dated the 9th March 
2006 , the following transmission scheme which Odisha Power Transmission 
Corporation Limited intends to undertake is published for general information . It is 
also notified in the interest of general public that any person interested in making 
representation regarding the execution of the above scheme, may submit such 
representation in writing so as to reach the SeniorGeneral Manager, Transmission 
Project & Construction , Odisha Power Transmission Corporation Limited , Gr. & 1st 
floor, Technical Building , Bhoi Nagar, Bhubaneswar - 751 022 within two months from 
the date of publication of this notification . Full details of the scheme and plan may be 
seen in the office of the concerned AssistantGeneralManager (Elect.) as mentioned 
against the work on any working day during office hours : 
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SI. 
No. 


Name of the 
work and scope 


Name of the villages 

in which the line 


Tentative Name of the 
estimated Executive Engineer 

Amount to becontacted 
(Rs. in lakhs) 


Perceived 
benefit that 
may accrue 


will pass 


(1) 


( 2) 


(3 ) 


(4 ) 


(5 ) 


(6 ) 


71.345 


1. Diversion of 2.0 Kms. R. I. Circle : Dhenkanal 

of 132KV Dhenkanal to Sadar 
Nuapatna Single Circuit Tahasil : Dhenkanal 
overhead transmission Villages : 
line from Loc . No. 27 (i) Bhalia Bolo Kateni 
to Loc .No. 34 to provide ( ii) Sansailo 
adequate clearance over 
Rengali Right Canal 
( from RD 79.00 Kms. 
to RD 95.00 Kms.). 


Assistant General It will facilitate 
Manager (Elect.), the setting up of 
EHT., Construction the Irrigation canal 
Division , Angul. which will benefit 

the State ofOdisha 
in General. 


56.482 


2. Diversion of 1.0 Kms. R. I. Circle : Baliamba 

of 132KV Dhenkanal to Tahasil : Dhenkanal 
Nuapatna Single Circuit Villages : 
overhead transmission (i) Madhusahu Patana 
line from Loc . No. 51 ( ii ) Rajua Patana 
to Loc .No. 56 to provide 
adequate clearance over 
Rengali Right Canal 
( from RD 79.00 Kms. 
to RD 95.00 Kms.). 


R. DAS 


SeniorGeneralManager 
Transmission Project & Construction 

OPTCL , Bhubaneswar 
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